RAIN LULL EScoee som arte ne a 
SO ie 


.. WITH BEDS OF THIS BEAUTY 


Nothing Else Like Them. BE THE FIRST TO HAVE THEM 
Their waxy-white flowers 2 to 3" across are fringed with 
pink. They flower on 8" stems after Summer and Fall 
rains. Perfectly hardy for outdoor planting and may also be 
used as pot plants. Blooming size bulbs available through- 
out the year. 


6 BULBS FOR ONLY $1.00 POSTPAID 


ADDRESS 


GALESBURG, MICHIGA 


